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PREFACE. 

The  Sub-Committee  on  Electric  Tramways  was  appointed  at 
a  Meeting  of  the  Electrical  Plant  Committee  (Sir  William  Preece, 
K.C.B.,  Chairman)  held  on  May  28th,  1903,  which  appointment 
was  confirmed  by  the  Main  Committee  on  December  8th,  1904. 

Standard  dimensions  and  tests  for  Tubular  Tramway  Poles  have 
already  been  agreed  upon  by  the  Sub-Committee,  and  having  been 
confirmed  by  the  Main  Committee,  were  issued  in  the  Report  No.  8 
entitled  British  Standard  Specification  for  Tubular  Tramway  Poles. 

The  Sub-Committee  are  at  present  engaged  upon  the  several 
questions  involved  in  the  standardisation  of  electrical  tramway 
material.  As,  however,  some  time  must  elapse  before  a  complete 
report  can  be  presented  to  the  Electrical  Plant  Committee  for 
adoption  and  transmission  to  the  Main  Committee,  it  has  been 
deemed  advisable,  in  the  interests  of  the  electrical  tramway  industry, 
not  to  delay  the  publication  of  the  following  recommendations  with 
reference  to  Trolley  Groove  and  Wire. 

Having  carefully  considered  the  information  so  courteously- 
placed  at  their  disposal,  the  Sub  Committee  on  Electric  Tramways 
have  come  to  the  conclusion  that  no  attempt  should  be  made  to 
standardise  any  particular  design  or  shape  of  trolley  wheel.  They 
have  therefore  confined  themselves  to  recommending  a  groove  of  a 
certain  section,  and  at  the  same  time,  desire  to  point  out  that  in 
recum  mending  this  section  as  standard  they  are  not  restricting 
Engineers  to  the  use  of  any  particular  design  of  wheel,  but  rather 
suggesting  that  the  overhead  work  be  so  arranged  as  to  permit  the 
standard  trolley  wheel  groove  being  employed. 

With  regard  to  Trolley  Wire,  it  has  not  been  deemed  advisable 
to  go  further  in  the  direction  of  standardisation  than  the  recommend- 
ation of  certain  figures  for  the  minimum  tensile  breaking  strength  for 
the  gauges  of  wire  in  general  use. 

This  Interim  Report  was  adopted  by  the  Electrical  Plant  Com- 
mittee at  their  Meeting  on  July  14th,  1905. 

This  Interim  Report  was  approved  by  the  Main  C^ommitlee  at 
their  Meeting  held  on  July  19th,  1905. 

A.  P.  TROTTER, 

Chairman  of  Stib- Committee  on  Electric  Tramways. 
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DIMENSIONS 

OF 

STANDARD    TROLLEY    WHEEL    GROOVE. 

The  following  are  the  dimensions  recommended  as  tlie  section 
of  the  Standard  Trollev  Wheel  ("iroove  : — 


Width  in  inches  =  ijf 
Depth  „  ,,  -  i 
Radius  .,  ,,  =  .7., 
Angle  in  degrees  =65' 


'TV 

I 


l)eplJo 


>ili. 


TENSILE    STRENGTH  10 

OF 

STANDARD    TROLLEY    WIRE. 

The  following  figm-es  are  recommended  as  the  minimum  tensile 
breaking  strengths,  in  tons  per  square  inch,  for  Standard  Trollev 
Wire:—  ^  "    15 

Up  U)  and  including  00.  S.W.G.  not  less  than  24. 
Above  00.  S.W.G.  not  less  than  22. 
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